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NOTIFICATIONS BY GOVERNMENT 


- - X - - 


PANCHAYAT RAJ AND RURAL DEVELOPMENT 

DEPARTMENT 

(E & R ) 


MERGER OF SHANKAMPALLI GRAM PANCHAYAT OF PAKALA MANDAL 

INTO PEDDABYNAPALLE GRAM PANCHAYAT, IN PAKALA MANDAL , 
CHITTOOR DISTRICT - RECONSTITUTION OF PEDDABYNAPALLE - 
GRAM PANCHAYAT OF PAKALA MANDAL . 


[G . O .Ms.No . 207 , Panchayat Rajand Rural Development( E & R ), 31st December, 2019 .] 


NOTIFICATION - I 


In exercise of the powers conferred under clause (b ) and clause (c ) of sub 
section ( 2 ) of section 3 of the Andhra Pradesh Panchayat Raj Act , 1994 (Act No .13 
of 1994 ) read with Rule 6 of the Andhra Pradesh Gram Panchayats ( Declaration of 
Villages ) Rules , 2007 issued in G . O .Ms.No . 542, PR & RD ( Pts - IV ) Dept , 
Dated .03. 12 . 2007 , the Government hereby order to denotify Shankampalli Gram 
Panchayat of Pakala Mandal, in Chittoor District in order to merge them into 
Peddabynapalle Gram Panchayat of Pakala Mandal, Chittoor District with immediate 
effect , as detailed in the Annexure to this Order . 


NOTIFICATION - II 


In exercise of the powers conferred under sub - section ( 1) of section 3 of the A . P . 
Panchayat Raj Act, 1994 ( Andhra Pradesh Act No . 13 of 1994 ), the Government 
hereby re - constitute the Peddabynapalle Gram Panchayat of Pakala Mandal, 
Chittoor District after merger of Shankampalli Gram Panchayat, in Pakala Mandal, 
as detailed in the Annexure to this order. 
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ANNEXURE 


Sl.No . Name of the Name of the 

Gram Panchayat Village / Hamlet 


population Income 

per year 


Distance 
from present 
Gram 
Panchayat 
Head Quarter 
in KM 


01 


28938 


Peddabynapalle 
( Existing ) 


Chinnabynapalle 
| Peddabynapalle 
Kanderi Indlu 
Dasarlapalle 
Total 
Sankampalle 


115 
| 137 
53 
97 


1 . 5 


402 


02 


181 


52546 


Sankampalle 
( Existing) 


2 . 5 


Sankampalle HW 
Total 
Grand Total 


409 
590 
992 


81484 


De -notification of Sankapalle Gram Panchayat : 


SI.No . Name of the 

Gram 
Panchayat 


Name of the population 
Village / 
Hamlet 


Income 
per year 


Distance 
from 
present 
Gram 
Panchayat 
Head 
Quarter in 
KM 


Sankampalle 


52546 


Sankampalle 181 
Sankampalle 409 
HW 
Total 

590 


2 .5 


52546 


Re -Constitution of Peddabynapalli Gram Panchayat after merging 
(amalagamation of Sankampalle Gram Panchayat is as follows: 


01 


| SI.No . Name of the Name of the 
Gram 

Village/ Hamlet 
Panchayat 
Peddabynapalle Chinnabynapalle 

Peddabynapalle 
Kanderi Indlu 
| Dasarlapalle 
Sankampalle 
Sankampalle 
HW 
Total 


population Income Distance 

per 

year 
115 | 814840 
137 
53 

1 . 5 
97 
181 
409 

2 . 5 


2 


2 


992 


81484 


GOPAL KRISHNA DWIVEDI, 
Principal Secretary to Government. 
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